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ELECTRICAL SERVICE UNITS 


TP117852 AND TP126287 
WIRING DIAGRAM 


1. GENERAL ; 
1.01 This section shows the wiring of the electrical service 
units TP1178&52 and TP126287 as received from the 
manufacturer. 
1.02 This section is being reissued to. show the wiring fort] 
the new TP126287 electrical service unit which differs 
from the TP117852 unit in not being provided with the wires 
between the power receptacles. 
1.03 The TP117852 and TP126287 electrical service units are 
for use with the XRT200 and XRT201 tables. However, 
they may also be found useful in other applications. “dl 
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Wiring of TP117852 and TP 126287 Electrical Service Units 


Fig. 1 


